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0. FOREWORD 

0.1 This Indian Standard ( First Revision ) was adopted by the Indian 
Standards Institution on 20 December 1985, after the draft finalized by 
the Structural Sectional Committee had been approved by the Structural 
and Metals Division Council. 

0.2 Aluminium because of its lightness, strength and better resistance 
atmospheric corrosion has gained popularity in structures especially for 
use in hilly areas and in defence installations. 

0.3 A large number of variety of aluminium sections are being produced 
in the country. In order to standardize these sections for their economic 
production, the Sectional Committee had formulated an Indian 
Standard series covering angles, channels, beams and tee sections for 
structural use and other applications. 

0.4 This Indian Standard was first published in 1966. In this revision 
alloys with new designations as covered in IS : 733-1983* have been used. 
0.5 In the preparation of this standard, the Sectional Committee kept in 
view manufacturing and trade practices followed in the country in this 
field. 

0.6 A code of practice for use of aluminium alloys in structures, namely, 
IS : 8 147- 197 of has already been published which covers provisions for 
the design of structures ( except bridges and pressure vessels ) using 
aluminium alloys. 

0.7 For the purpose of deciding whether a particular requirement of this 
standard is complied with, the final value, observed or calculated, 
expressing the result of a test or analysis, shall be rounded off in accord- 
ance with IS : 2-1960J. The number of significant places retained in 
the rounded off value should be the same as that of the specified value 
in this standard. 



♦Specification for wrought aluminium and aluminium alloy bars, rods and sections 
( for general engineering purposes ) ( third revision ). 

fCode of practice for use of aluminium alloys in structure, 
{Rules for rounding off numerical values ( revised ). 
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1. SCOPE 

1.1 This standard covers the material, dimensions and sectional properties 
of aluminium channels for structural use and other applications. 

2. TERMINOLOGY 

2.0 For the purpose of this standard the following definitions shall 
apply. 

2.1 Y-Y Axis — A line parallel to the axis of the web and passing 
through the centre of gravity of the profile of the section. 

2.2 X-X Axis — ■ A line passing through the centre of gravity of the 
profile of the section, and at right angles to the Y-Y axis, 

3. SYMBOLS 

3.1 Letter symbols used in the standard have been indicated in the figure 
appearing along with Table 1. The letter symbols used in Table 1 shall 
have the meaning indicated against each as given below: 

a — sectional area, 
M <ss mass of the section, per unit length, 
I x = moment of inertia about the X-X axis, 
I y = moment of inertia about the Y-Y axis, 
e x = distance of extreme fibre from the X-X axis = C x , 
e y = distance of extreme fibre from the Y-Y axis = b — C Y , 
Zx — /x/*x — modulus of section about the X-X axis, 
Zv = iy/tfy — modulus of section about the Y-Y axis, 



*-v-? 



radius of gyration about the X-X axis, and 



ry - 4 4- = 



radius of gyration about the Y-Y axis. 

4. DESIGNATION 

4.1 Aluminium channels shall be designated as ALC followed by the 
depth of channel in mm, flange width in mm and mass of the section in 
kg/m,' 

Example: ALC 80 x 40 — 3 "21 

5. MATERIAL 

5.1 Aluminium sections covered in this standard shall be manufactured 
from the following alloys in appropriate temper: 19000, 24345, 24534, 
52C00, 53000, 63400, 64423, 64430, 65032 and 74530. 
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5.1,1 Aluminium alloys and temper selected shall conform to the 
provisions of IS : 733-1983*. 

6. DIMENSIONS AND SECTIONAL PROPERTIES 

6.1 Dimensions and mass of Indian Standard aluminium channels shall 
be as given in Table 1. For convenience of reference sectional properties 
are also given in Table 1. 

6.1.1 Sections of dimensions other than those included in Table 1 may 
also be manufactured subject to the agreement between the purchaser 
and the manufacturer. 

6.1.2 Sections without root radius ( square fillet ) may also be manu- 
factured subject to the agreement between the purchaser and the 
manufacturer. 

6.2 Dimensional tolerances for the sections shall be as specified in 
IS : 3965-1981-f. 

7. PACKING 

7.1 Aluminium channels shall be securely bundled and wraoped in 
bitumanized hessian cloth or in wooden boxes or as mutually agreed. 
Weight of each bundle may be as agreed to between the purchaser and 
the manufacturer. 

8. MARKING 

8.1 Aluminium channels shall be clearly marked with the designation, 
alloy and temper, manufacturer's name and lot number/year of manu- 
facture. 

8.2 Channels may also be marked with the ISI Certification Mark. 

Notr — The use of the ISI Certification Mark is governed by the provisions of the 
Indian Standards Institution ( Certification Marks ) Act and the Rules and Regu- 
lations made thereunder. The ISI Mark on products covered by an Indian Standard 
conveys the assurance that they have been produced to comply with the require- 
ments of that standard under a well-defined system of inspection, testing and quality 
control which is devised and supervised by ISI and operated by the producer. ISI 
marked products are also continuously checked by ISI for conformity to that 
standard as a further safeguard. Details of conditions under which a licence for the 
use of the ISI Certification Mark may be granted to manufacturers or processors, 
may be obtained from the Indian Standards Institution. 



♦Specification for wrought aluminium and aluminium alloys bars, rods and sections 
( for general engineering purposes) ( third revision ). 

fDimensions for wrought aluminium and aluminium alloys, bars, rods and sections 
{first revision ). 



TABLE 1 INDIAN STANDARD ALUMINIUM CHANNELS 

( Clauses 3.1, 6.1 and 6.1.1) 
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